Approved For Release 2001/08/31 : CIA-RDP78-04915A00040001 0085-6 



Approved For Release 2001/08/31 : CIA-RDP78-04915A00040001 0085-6 



4 


25X1A 


25X1 A 


: CIA^DP78 


ER-5-3867 

Approved For Release 2001/08/31 : CI/^RDP78-04915A0^4000100^<^ 


- /3 


Ap A 5 1954 


!4EM0RAN1XJM FOR: Recording Secretary 

Project Review Committee 


SUBJECT 


: Changes to Electric Power Service, 





1. This is to advise that, with the concurrence of 
the Acting Director, I approved on 30 March 1954 an ad- 
ditional $10,000 for F^sca^Yew^^95*^t^chang^an^extend 
the power servic e for mmBIHflJHttIBBmB 
mmSMWm Funds are available for this purpose 
and the Comptroller has been advised. 

2. Origin a lly, $3 3 >000 was approved for the elec- 
tric power facilities, but, as a result of a resurvey 
performed by the Real Estate and Construction Division, 
Logistics Office, certain changes in these facilities are 
deemed necessaryandanextension of the power service 

new will be 



L. K. WHITE 
Acting Deputy Director 
(Administration) 
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(Changes to Electric Power Service, etc.) 


See un-nuinbered project No. 9^ re approval of additional 
$10,000.00, approved 30 March 195U. 
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